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happen in enemy ports. The English Fleet Commander
has answered with a refusal; only hostilities have ceased,
the state of war still exists. No enemy ship can be per-
mitted to wear her flag in British ports as long as they are
under supervision. I have not been able to accept this
decision/
On the very evening of our arrival the Second in Com-
mand of the Grand Fleet, Admiral Madden, sent his Chief
of Staff, Commodore Hodges, with some officers and inter-
preters, on board my Flagship. He gave me the
instructions for the German ships:
(a) For state of readiness of machinery, shackles of
cable to lie at, boat traffic in the Firth of Forth,
lights to be displayed at night, W/T traffic, censor-
ship, signal communications with the English ships,
and the postal instructions.
(6) For the proofs of disarmament; on the 21 Novem-
ber a preliminary search was to take place, and on
the 22 November a thorough examination.
The delivery of these to the individual ships was
undertaken by the English Admiral. In the conversation
with Admiral Hodges it emerged:
1.  That there were no cases of infectious disease, such
as influenza, in the Squadron.   Serious cases were
to be sent to an English hospital-ship as previously
indicated by the English Admiral.
2.  That the light cruiser Koln had not arrived, and
that the extent of the damage to her machinery
was not known at all in the Squadron.
3.  A verbal protest against the order to haul down the
colours was lodged.   Admiral Hodges himself made
out that he knew nothing about this order of the
English C-in-C.